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GENERAL ORDINANCE NO. G- “ol. 


AN ORDINANCE amending the Building Code with 
respect to electrical installations. 


(BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
| INDIANA: 


| SECTION 1. Section 404.2 of Division 400 of Chapter 37 
lof the Municipal Code of the City of Fort Wayne, Indiana, 1946, as 
amended and recodified by General Ordinance No. G-66-66, passed 
iby the Common Council on June 14, 1966, and approved by the Mayor 
lon June 15, 1966, hereinafter referred to as the Building Code, is 
hereby amended to read as follows: 


“Raceways Outside Fire Limits 


All wiring hereafter installed within the corporate 
limits of the City of Fort Wayne outside of the 
primary and secondary fire limits, in all buildings 
or structures, except residences not containing more 
than two apartments and private garage of not over 
three-car capacity located on the same lot, shall be 
installed in approved metallic or rigid non-metallic 
(See Article 347 - National Electrical Code) raceways 
except that, non-metallic Type NM or NMC sheathed 
cable as per Article 336 - National Electrical Code, 
may be used in multi-occupancy buildings where: 


l. Distribution panels are provided in each dwelling 
unit. | 

2. All service lines feeding such distribution panels 
are installed in approved metallic or rigid non- 
metallic raceways. 


404.2.1 


Wiring for bathroom and kitchen walls of multi-occupancy 
buildings must be installed in approved metallic or 
rigid non-metallic raceways, unless such walls are 
provided with an approved moisture barrier." 


| SECTION 2. This Ordinance shall become effective upon 
| its passage, approval by the Mayor and publication as required by 
| law. 
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Bill No. _G-68-10-38 


REPORT OF THE COMMITTEE ON REGULATIONS 


We, your Committee on Regulations to whom was referred an Ordinance 


amending the Building Code with respect to electrical i 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance J {ee PASS. j i 
PHIL A. STEIGERWALD, Chairman We IEE 7 É LEEI EA RI 
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CONCURRED IN 


Read the first time in full and on motion by Atea APE 4 seconded by 
Jay and duly adopted, read the second time by title and referrec 
to the (Committee on) jg wl a Cinan (and_te—the-City PTA 


Commnission—for~recommendation)—-Cand..Pyblie-Hearing™ to be tetrad after due légal notice, 


~atthe-Gouncit-Chambers, City Hall, Fort Wayne; Indiana,-on 


oo ay~ Of 196 ae o'clock. 
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Read the third time in full and on motion by 


seconded by Mot. and duly adopted, placed on its passage. 


—Pessed (LOST) by the following vote: 


AYES D NAYS K`; ABSTAINED 3 ABSENT / to-wit: 


Adams Le 
Dunifon E 
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Geake e a 
Nuckols 7 

Robinson ma 

Rousseau ao 

Steigerwald aia 
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Date jt -łjo07 Lg 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning Map) (General) (Annexation) (Special) (Appropriation) Ordinance (Resolution) No. 


City Clerk 


on the day of , 196 
ATTEST: (SEAL) 
City Clerk Presiding Officer 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the day 

of , 196 at the hour of o'clock Mas Ba Sa le 
City Clerk 

Approved and signed by me this day of » 196 

at the hour of o'clock Mep ES ak « 


Mayor 


